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SUBJSCT ; gystaa VII (^pa&ility 


REFERESPE 


l laforaei Meaoraadua, sane- 
subject, dated 31 January 1962 


At present the Spates V XI collect ion oquipaoct, batch, 

' l While it is believed 


aad teat equipoant is located at 

to be o a aplet c, an overhaul is necessary to insure proper operation, 
la its present configuration the Spates la oot -with the 

J*T5 Article due to frequency variations of the engine driven 
generator* 


2* She costa and tlase required to provide a capability have 
been investigated and are as follows: 


a. Cost for rehab and aodlfieatioa to he cospat&ble with 
J-75 is #35,000. 

b« ®ech rap service far aaintenance is #30,000 per year. 

e. *&e Use required far rehab, codification and testing 
is 60 to 90 day* fro* date of contract. 

3« above costa and Use required have been with 

1 ia an attespt to detezsaiao if the Sy»t«a VII capability 

is worth the cost. 
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